him or any other crew members to return to work before their
normal_30-minute lunch break ended.  Mr. Johnson also denied
assigning Mr. Paugh anymore work than anyone else was
required to perform (Tr. 29).

Mr. Johnson confirmed that Mr. Paugh was concerned about
maintaining the ventilation over his roof bolter, but denied
that Mr. Paugh had ever made any safety complaints or that he
had ever disciplined him for raising the ventilation issue
(Tr. 33).  Mr. Johnson stated that on one occasion Mr. Paugh
became angry and threatened to hit him, and "I told him, if
he wanted to hit me, to go ahead and hit me" ('Tr. 34).
Mr. Johnson could not recall any details of the incident.
Mr. Johnson stated that on another occasion, he was angry
with Mr. Paugh because of his failure to advise him that his
bolter needed repairing before going to lunch (Tr. 30-31).

Mr. Johnson stated that while it was possible that he
made a statement to Mr. Wolfe that his job was easier since
Mr. Paugh's departure, he could not recall making the state-
ment.  Mr. Johnson stated further that during the conversa-
tion with Mr. Wolfe, Mr. Wolfe made the statement that the
issue concerning Mr. Paugh's discharge "was not over yet,"
and that "If you are going to get the company, you've got to
get them on a safety violation.  This is the way you've got
to get them" {Tr. 35) .

Mr. Johnson denied that he has ever ordered anyone to
work under unsupported roof.  He confirmed that he has
observed men doing this but has called them back.  If any
place needed to be scooped out under unsupported roof, he
would do the job himself rather than have someone else do it
(Tr. 40).

On cross-examination, Mr. Johnson confirmed that his
prior suspension occurred in approximately March, 1984, and
he did not know who had reported him to management.  He also
confirmed that the incident concerning Mr. Paugh's failure to
notify him that his bolter needed repairs, and Mr. Paughfs
threats to hit him occurred prior to his suspension.  With
regards to Mr. Paugh's prior threat, Mr. Johnson confirmed
that he could tell by Mr. Paugh's demeanor that he was angry,
and that his threat was only verbal.  Mr. Johnson stated'that
he is larger in statute (5 foot 9 and weighs 260) than
Mr. Paugh and could take care of himself, but denied that he
was afraid of Mr. Paugh or would strike back if Mr. Paugh
attempted to strike him (Tr. 41-48).

851 discharge decision, but speculated that it was
